This  chapel  is  one  of  the  most  unique  Grottoes  of 
Lourdes  in  existence.  The  beautiful  grille  door 
at  its  entrance  and  the  exquisite  grille  otf 
wrought  iron  which  separates  the  chapel  are 
considered  by  connoisseurs  as  remarkable  pieces 
of  workmanship.  The  symbols  painted  upon  the 
ceilings  are  taken  from  the  Litany  of  the  Blessed 
Virgin. 
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